NN.IO-CHRIST  CHURCH 
LANCASTER  COUNTY,  VIRGINIA 
Christ  Church  was  built  by  Robert  "King" 
Carter,  famed  for  his  tremendous  fortune.  The 
church  was  built  in  1732,  on  the  site  of  an 
earlier  church  which  was  erected  in  1669.  Mariy 
of  the  original  furnishings  can  still  be  seen  in 
the  church.  The  church  is  located  between 
Kilmarnock  and  Irvington. 
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